Subject: Re: magnolia lights still out 
From: Sahag Yedalian 
Date: 04/1 3/201 7 04:1 2 PM 
To: Aaron Aulenta 

Hi Aaron, 

I hope you're doing great. Got a quick updated from BSL... 

"Hi Sahag, 

We have investigated the lights out today and believe we identified the problem. We have scheduled a circuit clearance with DWP tomorrow and will 
work on the issue. Our goal for tomorrow is to get as many lights up as we can and then continue with the remaining work the week after. 

I should have another update for your tomorrow. 

Thanks, 

Robert" 


Sahag Yedalian | Field Deputy 

LA City Councilmember Paul Krekorian, District 2 
Office: 818.755.7676 
www.oaulkrekorian.org 

n •• 

On Tue, Apr 1 1 , 2017 at 9:47 AM, < aaron@urbanplaceconsultina.com > wrote: 

Hi Sahag, 

I guess the street lights on the southside of Magnolia between Lankershim and Vineland are still out. 
Did you find anything out from BSL on it? 



PAUL KREKORIAN 

COUNCILMEMBER 


Thanks, 

Aaron 




